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examination, the wool occupying the upper 4-| inches of the
cylinder.

The water being brought to the boiling-point, a thermometer
is inserted in the oily wool contained in the gauze cylinder.

ff

B

YIG. f>.                                                 FIG. 7.
Mackay'n Spontaneous Combustion Apparatus.
which  is  then placed  in  the bath, the  thermometer  being
allowed to protrude through a cork in the opening shown in